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BILL NO. S-93-11-// 
SPECIAL ORDINANCE NO. S- £9 -73 

AN ORDINANCE approving the awarding 
of ITB #6073 by the City of Fort 
Wayne, Indiana, by and through its 
Department of Purchasing and 
POORMAN'S HEATING & A/C for the Three 
Rivers Filtration Plant. 

NOW, THEREFORE, BE IT ORDAINED BY THE COMMON COUNCIL 
OF THE CITY OF FORT WAYNE, INDIANA; 

SECTION 1. That ITB #6073 between the City of Fort 
Wayne, by and through its Department of Purchasing and 
POORMAN'S HEATING & A/C (single response vendor) for the 
Three Rivers Filtration Plant, respectfully for: 

the purchase/installation of HVAC 

units for the Three Rivers Filtration 

Plant; 
involving a total cost of Seventeen Thousand Seven Hundred 
Eight and no/100t Dollars ($17,708.00+), all as more 
particularly set forth in said ITB #6073, which is on file 
in the Office of the Department of Purchasing, and is by 
reference incorporated herein, made a part hereof, and is 
hereby in all things ratified, confirmed and approved. 

SECTION 2. That this Ordinance shall be in full 


force and effect from and after its passage and any and 


all necessary approval by the Mayor. 
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APPROVED AS TO FORM 
AND LEGALITY 
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J. Timothy McCaulay, City Attorney 
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REFERENCE NO.: 6073 


DEPARTMENT: FILTRATION PLANT 


DATE: 11/5/93 
ITEM/SERVICE: PURCHASE/INSTALL HEAT UNITS 
ADVERTISED BID: YES 

DATES ADVERTISED: > 10/11/93 & 10/18/93 
DATE OPENED: 10/28/93 

SINGLE SOURCE: NO 

NO. OF VENDORS NOTIFIED: 6 

NO. OF VENDORS RECEIVING BID: 3 

NO. OF VENDORS RETURNING BID: 1 
NO. OF VENDORS DISQUALIFIED: 0 

NO. OF VENDORS NOT RESPONDING: 5 

DATE SENT TO DEPT FOR RECOMM: 10/28/93 

DATE RECOMM RECEIVED BACK: s 11/5/93 

DATE SENT TO LAW DEPARTMENT: 11/35/93 
INTRODUCTION DATE: 11/9/93 


DISCUSSION DATE: 11/23/93 


PASSAGE DATE: 11123193 


+ 


I.T.B. #6073 : 
PURCHASE/INSTALL HVAC UNITS 
FILTRATION PL 

10/28/93 


ITEM/DESCRIPTION POORMANS 
) 


COST/CONTROL ROOM $5,063.00 
COST/OFFICE/CANTEEN $8,037.00 
TOTAL FOR BOTH $13,100.00 
INSTALL CHARGE ` $4,608.00 
TOTAL BID COST $17,708.00 
DELIVERY TIME 10 DAYS 


COMPLETION TIME 25 DAYS 


Read the first time in full and on motion by 
seconded BET , and duly a 
title and referred to the Committee on 
City Plan Commission for r 
due legal notice, att Common Council Conference Room 128, 
Building, Fort Wayne, (Indiana, on RLE O RN EE ene Gay 
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Read the third time in full and on Hag by 




































seco y B , and duly adopted, placed on its passage. 
PASSED Best by the following vote: 
AYES NAYS ABSTAINED ABSENT 
TOTAL VOTES S | i / 
BRADBURY sr 
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GiaQUINTA 
HENRY ker" 
LONG ġiet & 
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SCHMIDT Knit 
' TALARICO dø 
DATED: pla 2-78 
SANDRA E. KENNEDY, CITY CLERK 
Passed and adopted by the Common Council of the City of Fort Wayne, 
eer as (ANNEXATION) ' (APPROPRIATION) 
(SPECIAL) (ZONING) ORDINANCE RESOLUTION NO. S- 7 GULD i 
on the AJHO dav of hez’ SLO ġe 
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SANDRA E. KENNEDY, CITY CLERK PRESIDING OFFICER 





Presented by me to the Mayor of the City of Fort Wayne, Indiana, on 


the | a f day of Meran ba , 19 AZ, 


at the hour of A g o'clock P Å ADD ei ae 


SANDRA E. KENNEDY, CITY CLERK 


Approved and signed by me this don day of RE i 
19 \> , at the Hear of RE o'clock A. x EST; 


ol RAL 


PAUL HELMKE, MAYOR 











Paul Helmke 
Mayor 


November 4, 1993 


Fort Wayne City Council Members 
Room 126 - Council Chambers 

1 Main St. City County Bidg. 
Fort Wayne, In 46802 


Re: I.T.B. # 6073 - HVAC Unit 


Dear: Council Members: på 23-//- E 


The purchase and installation of the HVAC unit is being 
undertaken to replace a 30 year old unit which is no longer 
able to be repaired. This will provide heating for areas that are 
currently’ inhabited by employees. The air conditioning portion 
will maintain proper temperature and humidity control to allow the 
operation of the computers that will be housed in this area once 
the installation is complete. ; 

If you have any questions on this matter, I may be reached at 


(219) 427-1254. 
Sincerely . 


NJU 


ean M. Moore 
Acting Superintendent, Filtration Plant 


An Equal Opportunity Employer 
One Main Street, Fort Wayne, Indiana 46802 
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DIGEST SHEET 


TITLE OF ORDINANCE: Special 
DEPARTMENT REQUESTING ORDINANCE: Purchasing 
SYNOPSIS OF ORDINANCE: An ordinance approving the award of 


I.T.B. #6073 for the PE NN of hvac units for the 
Three Rivers Filtration Plant. 


IF NOT LOWEST, WHO WAS AND WHY WERE THEY NOT AWARDED: 


EFFECT OF PASSAGE: This will provide heating in a control room, 
office, and canteen. 


IF REPLACEMENT, WHAT NECESSITATES: This replaces 30 year unit 
which cannot be repaired. 


EFFECT ON NON-PASSAGE: Will not be able to heat areas inhabited, 
by employees or maintain proper temperature controls for computers. 
PRIOR APPROVAL REQUESTED: No DATE: 

ACCOUNT ' INFORMATION: Filtration Pl 513-523-W101-4444 
PRICE AGREEMENT: : PURCHASE ORDER: Yes 


MONIES INVOLVED: Poorman’s Heating & A/C $17,708.00+/- 


BILL NO. S-93-11-11 


REPORT OF THE COMMITTEE ON 
CITY UTILITIES 
JANET G. BRADBURY - CHAIRPERSON 
SAMUEL J. TALARICO - VICE CHAIRPERSON 
RAVINE, HENRY 





WE, YOUR COMMITTEE ON CITY UTILITIES TO WHOM WAS 





REFERRED AN (ORDINANCE) X 
of ITB #6073 by the City of For 

its Department of Purchasing a 1 
Three Rivers Filtration Pla 
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HAVE HAD SAID (ORDINANCE) (BESQIKREGN) UNDER CONSIDERATION 
AND BEG LEAVE TO REPORT BACK TO THE COMMON COUNCIL THAT SAID 


(ORDINANCE) : (BBSOMIXKON). See 


DO PASS — DO NOT PASS “ABSTAIN - NO REC 





DATED: plod 23 


Sandra E. Kennedy 
City Clerk ' 


